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FOREWORD 

This Indian Standard ( Part 2/Sec 2 ) was adopted by the Bureau of Indian Standards, after the- 
draft finalized by the Connectors for Electronic Equipment Sectional Committee had been 
approved by the Electronics and Telecommunication Division Council. 

This standard shall be read in conjunction with IS 13984 ( Part 1 ) : 1994 Link and test connectors — 
Specification : Part 1 Test schedule and requirements. 

While preparing this standard, assistance has been derived from IEC Pub 130-12 ( 1976 ) 'Connec- 
tors for frequencies below 3 MHz : Part 12 Link and test connectors' issued by the International 
Electrotechnical Commission. The connectors covered in this standard are equivalent to 130-12 
IEC-S02. 

For the purpose of deciding whether a particular requirement of this standard is complied with, 
the final value, observed or calculated, expressing the result of a test or analysis, shall be rounded 
cfiF in accordance with IS 2 : 1960 'Rules for rounding off numerical values (revised)'. The 
number of significant places retained in the rounded off value should be the same as that of the 
specified value in this standard. 
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Indian Standard 

LINK AND TEST CONNECTORS — 
SPECIFICATION 

PART 2 SOCKET FOR CONVENTIONAL WIRING 
Section 2 Three- Way Socket Link and Test Connector 

1 SCOPE 5 OUTLINE AND DIMENSIONS 

This Indian Standard ( Part 2/Sec 2 ) lays down The outline and dimensions shall be according 
outline dimensions of three-way socket link and t0 ^S» 1 ai *d Table 1. 
test connector for conventional wiring. , - iTT ~-, 

O GAUCjJLo 

2 REFERENCES See 7 of IS 13984 ( Part 1 ) : 1994. 

The following Indian Standard has been referred 1 RATED VALUES 
to in this standard: 

Rated Voltage : 250 Vrms ( not for mains ) 

IS No - ™ e Rated Current : 8 A 

IS 13984 Link and test connectors — 

( Part 1 ) : 1994 Specification : Part 1 Test 8 CLIMATIC CATEGORIES 
schedule and requirements 

Climatic category 

3 MATERIALS AND WORKMANSHIP Temperature range 



40/70/21 

- 40°C to + 70°C 

21 days 

H12 ( number of 



See 4 of IS 13984 ( Part 1 ) : 1994. Damp hcat ' stcad * state 

Severity 

4 TYPE DESIGNATION c y cles = 2 an <* 

Number of days «* 

21 ) 
The type designation according to 5 of IS 13984 

( Part 1 ) : 1994 for this type of connector is as 9 TESTS 

given below: 

„ A Provisions of 10 of IS 13984 ( Part 1 ) : 1994 

13984 IS-S02 shall be applicable. 
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CONTACT TERMINALS 
SUITABLE FOR WIRE 
DIAMETERS UPTO 
0*8 mm 
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Fig. 1 Outline and Dimensions 

Table 1 Sockets [ Type 13984 ( Part 1 ) : 1994 
IS-S02 ] 



Reference 


mm 




Max 


Min 
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4*5 


4-2 
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12-6 


12-45 
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505 


4*9 
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3-4 


3-2 
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11-8 


11-65 
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42 


405 
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3*88 


3*74 
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__ 


0-4 
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71 
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Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director (Publications ), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are 
also reviewed periodically; a standard along with amendments is reaffirmed when such review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision. Users of Indian Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 'BIS Handbook' and 'Standards 
Monthly Additions'. 

This Indian Standard has been developed from Doc No. : LTD 16 ( 1479 ) 
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